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The subject of my academic 
thesis is Korean Art Cultural 
Complex in Tehran, on Seoul _ 

Street. The design of the 
building complex is based on 
common points between the 
traditional architecture of mm 

Korea in the Hanok style and Vj 

the traditional architecture of V 

Iran, and will enhance the 1 

public understanding of 1 

K-Architecture The concept, 
is based on curved lines composed 
of Korean traditional dance and the 
traditional Iranian Toranj 
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Smart panels 
Green roof 



There is an artifkiaf- 
neural In each pa net, 

i tu f 

panels that predict, 
heating timing to J 

reduce the energy 
consumed in the 


building. Also, these 
.^sppmels are as a sun-" 

&&$hade that absorb^ 


energy too 


Tahere Kamkar 



























































